To:  Davis,  Tim[Davis. Tim@epa.gov] 

From:  Harrison,  Melissa 

Sent:  Wed  8/12/2015  10:31:21  PM 

Subject:  Website  edit? 

Do  you  have  time  to  make  an  edit? 

Same  paragraph  we  messed  with  before  on  the  gold  king  mine  site. 

While  excavating  above  the  old  adit,  pressurized  water  began  leaking  above  the  mine  tunnel,  spilling 
about  three  million  gallons  of  water  stored  behind  the  collapsed  material  into  Cement  Creek,  a tributary  of 
the  Animas  River. 


Melissa  Harrison 
Press  Secretary 
EPA 

Office:  (202)  564-8421 
Mobile:  (202)  697-0208 
Harrison.Melissa@epa.gov 
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